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June 29, 1956 


Dear George: 


Approval is requested for the following purchase order to 
wo? be issued on a fixed-price basis for System Two of 
Contract A-LOLS~ 


aetna RR te er 


This purchase order has been placed on the basis of the 
best qualified source without competitive bidding because 
of the urgency of schedule requirements. The Transitron 
diodes proved toZuperior to other comparable diodes selling 
within the same price range. 


Requisition Purchase 
Vendor No. Order No. . Amount 


25X1A ; sd SHELL 25-2835h $9,400.00 


Sincerely, 


RL 


Bob 


Enclosure: 
Purchase Order No. 25-28354 
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